(Ireland.) 



ESTIMATE OF THE EXPENSE OF BUILDING CHURCHES AND 
GLEBE HOUSES, 

AND FOR PURCHASING GLEBES, IN IRELAND, 

For One Year, Ending the 5th January 1821. 



Eighteen Thousand Four Hundred and Sixty-one Pounds, 
British Currency, net. 

(£18,461..; 



C. w FLINT. 

Irish Office, London, 

12th June 1820. 
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